body 


Liflon and the alleged use of the 


ack gate at -^ethesda for hanky-pa 


wi t 


tii oi 1 ik. 


When I heard that Lifton was to be on the Tom Snyder Tomorrow Show I asked ny 
neighbor, retired veterinarian Russell kadison, to tape it for me. ^e did and brought 
the tape over this afternoon. We got talking and he said he remembered the event 
very well because he was then at Bethesda. (Russell retired as an Air force colonel.) 

be told me that he heard the announcement of JFK* s assassination while he was at 
work® be then worked at -“ethesda. (He still goes there regularly for medical care.) 
be was assigned to the Airforce Radiological Institute® Ee did not know the significance, 
xn terms of Lifton 5 s fabrication, of what he told me® 


When he left work at about 6:30 he went, as usual, to the back gate. This gate 
mm ton has ms witnesses saying was sued to spirit in the spooky ambulance/hearse, wit 
the body that had been snuck off Air Force 1 at Andrews. 


First Russell renemb rs noticing that the helipad was all lit mp. ’When he got to 
the back gate he found it locked - and no attendant there to open it. He then went to 
the front, noticed all the commotion there, and left by it® 


The back gate was always open. 


fills is the only time he remembers it being closed? 


n e also mentioned t . at there was a forensic 


pathologist stationed at ^ethssda. 


He knew hen, found him a bit strange, 
it he'll let me know® 


doesn't remember his name, but if he can find 


JL, I don t want to involve b usse ll in anything so regard this as confidential 


HW 1/26/81 , 4:45. Russell just left 


Russell phoned me at 5:0p to rell me that his recollection was incorrect on the 
assignment of the forensic pathologist. It wass at AFIP (Armed Forces Institute of 
Pathology) aj» Walter * t eed®And his name, Rsseli said, not knowing how well I know it, 
is Pierre A. Finck® And he did have the middle initial in his records. 



